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A former CIA official said 
yesterday ho had deter- 
mined with a new lie detec- 
tor device that Lee Harvey 
Oswald told the truth when 
to denied killing President 
Kennedy. 

George 0 Toole, author of 
a rtew hook on the subject,' 
said his conclusions are 
based on an electronic analy- 
sis of vc4co recordings of Os- 
wald and other figures in the 
ease. 

The study, he said, shows 
that perhaps a dozen per- 
sons not accused of the 
crime lied about various as- 
pects of it. 

O’Toole, who charged that 
Oswald was “framed,” said 
at a news conference he will 
have more developments 
backing up his conspiracy 
theory “very shortly.” 

At the moment, though, he 
said he does not know who 
did kill Kennedy. 

But he said he reached the 
"inescapable” conclusion 
1 that at least some of the 
people who framed Lee Har 


vey Oswald were members ! 
of the Dallas police.” 

“President Kennedy was 
killed by a conspiracy,” said 
O’Toole, former chief of the ' 
CIA Problem Analysis 1 
Branch. “The man who paid J 
with his life for that crime 
in the basement of the Dal- 
las City Hail was innocent.” 

The psychological stress ‘ 
evaluator used by O’Toole in 
putting together his theory 
indicates when stress i s 
present in the human voice. 
Stress, he said, isanindiea- i 
tion the speaker is lying. 

There was no stress in his 
voice, he said/when Oswald 
answered “no” to the impor- 
tant question — did he shoot 
anyone. 

O'Toole drew Ills conclu- 
sion from about ten seconds 
of tape recordings of Os- 
wald's replies to repi 
questions in a haj-v.ay at 
Dallas police hea ]q t -rit 
Twice Oswald was* ? \ 
if he was responsible f-?r 
shooting and twice he do 
it. 


